ST.  JOSEPH'S  ROMAN  CATHOLIC  CATHEDRAL 
Manchester;  New  Hampshire 


NC-552 


PRAY 

FOR 

Address 


PuWished  by  Bromley  and  Company,  inc.,  Boston  16,  Moss. 


